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CONFIDENTIAL BAGHDAD 1622 

AMMAN FOR RSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: TSO VISIT - INSTALLATION OF BELT SYSTEM 
REF: ATHENS 6648 (NOTAL) 

1 . WITH REGARD TO PARA 1 REFTEL, WE CANNOT AGREE THAT 
THE BELT SYSTEM WOULD PROVIDE "A FALSE SENSE OF 
SECURITY." NO ONE AT USINT SUFFERS FROM THAT PARTICULAR 
PROBLEM. WE STRONGLY AGREE THAT IT WOULD PROVIDE 
"MARGINAL SECURITY", WHICH IS SURELY A GREAT DEAL BETTER 
THAN NONE AT ALL. 

2. AN ACR WOULD INDEED PROVIDE MAXIMUM SECURITY, BUT 
NO INSTALLATION IS SCHEDULED OR COULD BE ACCOMPLISHED 
IN THE FORESEEABLE FUTURE, AND THE USINT HAS NO RPT NO 
MEASURE OF SECURITY IN THIS REGARD WHATSOEVER. 

3. ON THE RECOMMENDATION OF RSO TEHRAN, IN HIS REPORT 
OF MAY 1976, THE ROOM BEHIND THE P.O.'S OFFICE WAS 
ESPECIALLY REBUILT FOR THE BELT SYSTEM AND THE SYSTEM 
ITSELF WAS SENT TO POST FOR INSTALLATION OVER TWO YEARS 
AGO. WE ARE FULLY AWARE THAT IT IS NO SUBSTITUTE FOR 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 BAGHDA 01622 071402Z 

AN ACR, BUT CANNOT SEE WHY IT COULD NOT BE INSTALLED 
AND USED TO PROVIDE SOME PROTECTION UNTIL SUCH TIME 
(IF EVER) AS AN ACR CAN BE INSTALLED. 

4. ACCESS TO THE SPECIAL ROOM IS UNDER STRICT CONTROL 
AND THEREFORE PENETRATION FROM WITHIN THE BUILDING IS 
REMOTE. UNLESS THERE ARE SOME TECHNICAL REASONS WHY 
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IT CANNOT BE DONE, WE URGENTLY REQUEST THAT IT BE 
INSTALLED DURING FORTHCOMING TSO VISIT. A LOT OF 
EFFORT AND TIME HAS ALREADY BEEN INVESTED, USINT IS 
TOTALLY UNPROTECTED, AND WE WOULD GREATLY APPRECIATE 
YOUR ASSISTANCE IN THIS MATTER. 

PECK 


CONFIDENTIAL 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BAGFIDA01622 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D780323-0472 
Format: TEL 
From: BAGHDAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780889/aaaacwyi.tel 

Line Count: 68 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 54370467-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 78 ATHENS 6648 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 28 jun 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1810752 
Secure: OPEN 
Status: NATIVE 

Subject: TSO VISIT - INSTALLATION OF BELT SYSTEM 
TAGS: ASEC 
To: ATHENS 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/54370467-c288-dd11-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



